IMMACULATE  CONCEPTION,  WATERBURY,  CONN. 

Roman  Catholic  Church.  The  interior  of  this  beauti- 
ful structure  is  made  from  marble  imported  from 
Italy  and  was  built  several  years  past  at  a  cost 
of  Vh  million  dollars. 
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